
JONATHAN W. BLODGETT 
District Attorney 


THE COMMONWEALTH OF MASSACHUSETTS 
OFFICE OF THE 

DISTRICT ATTORNEY FOR THE ESSEX DISTRICT 
SALEM NEWBURYPORT LAWRENCE 


Lynn District Court 
121 Central Avenue 
Lynn, Massachusetts 01901 


TELEPHONE 

VOICE (781)599-8094 

FAX (781)599-2368 

TTY (978)741-3163 


May 27,2011 

The Commonwealth of Massachusetts 

Department of Public Health 

William A. Hinton State Laboratory Institute 

305 South Street 

Jamaica Plain, MA 02130 

Attn: Della Saunders 


RE: Commonwealth v.| 

Lynn District Court 
Lab Case #: M 


Dear Mrs. Saunders: 

1 am prosecuting the matter of Commonwealththe Lynn District 
Court. You performed a drug analysis on this matter, 

Currently, the matter is scheduled for jury trial on August 30 , 2011 . Three weeks prior to 
that date, I need to provide defense counsel with a copy of the lab case file. Would you be so 
kind as to forward me a copy of these documents as soon as you are able? 

hr order to go forward, your testimony is required. Attached to this letter is a summons 
to appear for trial. Understanding the limited resources of the state laboratory, I am kindly 
requesting that you make yourself available to testify should the case go forward and be able to 
be reached by phone on the day of trial. If your testimony is required, we will do our best to 
accommodate your schedule and limit the amount of tune spent at court. 

Also, please let me know if you and Kate Corbett are available to testify on August 30, 
2011 and the best number to reach you on that date. 

Please contact me at 781-599-8094 or via email at Lynsey. Legier@state.ma.us . 

Thank you for your anticipated cooperation. 


Very truly yours. 


Lynsey M. Legier 
Assistant District Attorney 
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The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 

governor BUREAU OF LABORATORY SCIENCES 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


June 6, 2011 


ADA Lynsey Legier 

Essex Coun ty District At torney’s Of fice 

Re: Sample [I^^^^BOonnm. 

Dear ADA Legier: 

Enclosed are copies of the information you requested for the above mentioned sample: 

1) Drug Receipt 

2) Laboratory control card with hand-written notations 

3) Drug Powder Analysis Form with Kate Corbett’s hand-written notations 

4) GC/MS confirmatory data 

Kate Corbett was the primary/custodial chemist and performed preliminary testing and 
net weight calculations for this sample. I was the confirmatory chemist and analyzed the 
GC/MS data for this sample. 

If you have any further questions, please do not hesitate to call me at 617-983-6631. 



Della Saunders 
Chemist III 
William A. Hinton 
State Laboratory institute 
305 South Street 
Jamaica Plain, MA. 02130 

cc. CBS, KAC 
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FLEASE FK1NT CLEARLY OR TYFE ALL 1 INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2:00-4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


City or Department:_ _ L 


Police Reference No. 


Name and Rank of Submitting Officer: X) TyfC 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9:00-12:00 

1:00-3:00 



Defendant(s) Name (last, first, initial): 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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•i 



No HBHmK 

City. Lynn Police Dept. 

Officer: Detective MARK RICHMOND 

Def: 

Amount: 

No. Cent: 1 Cont: P b 

Date Rec'd: 09/03/2010 
Gross Wt.: 1-79 


Date Analyzed: p£Q X 4 201 


Subst: SUB 


Prelim 



No. Analyzed: ^ ( , 
Net Weighty) i 
# Tests: ^ 

A'. 

Findings: 


C\ 



> 
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DRUG POWDER ANALYSIS FORM 

SAMPLE 

No. of samples tested: 



AGENCY 


biv 


PHYSICAL DESCRIPTION: 



PRELIMINARY TESTS 


Spot Tests 
Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


_fc 

4- 


4 


PRELIMINARY TEST RESULTS 


RESULTS 


dMii 



\ t 


DATE 


MlcrocrvstalUne Tests 


Gold 

Chloride_ 

tltaj_j_ 

OTHER TESTS 


GC/MS CONFIRMATORY TEST 


RESULTS 


MS 

OPERATOR 

n 

.5 , 

DATE 

±h 

WlJo 


Revised 7/2005 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_10_10\760005.D 

DCS .. 

10 Dec 2010 12:15 

HEROIN STANDARD 

5 

DRUGS 

RTE 


Abundance 

i ! 

600000! 

500000 

: 400000; 

! i 

| 300000| 

! 200000 
| 100000 : 
0 


TIC: 760005.D 


63 


hme~> 2.66 2.66 3.00 ' 3.50 4.00 ‘ 4.66 ' ’ 5.00 ' 5.50 ' ' 6.00 6.50 ^7.00 ' A50 8.00 8.50 ' 9.00 9.66 


Ret. Time 

Area 

Area % 

Ratio % 

6.633 

1048593 

100.00 

100.00 


760005.D Mon Jun 06 09:07:30 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4~2Q10\SYSTEM4\12_10_10\760005.D 
DCS 

10 Dec 2010 12:15 

HEROIN STANDARD 

5 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST9 8.L 


PK# RT Library/ID 


CAS# Qual 


1 6.63 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 

j 

801 

i 

601 
401 

20 i 


43 


“Average of 67591 io6.7T3 min.: 760005 D |-) 


327 


268 


369 


310 


81 


204 215 


146 


5 

9 7 

0 

, JliJ 

i 1 


128 

i 1 . ! 

174 

\k lii'j ? 5 J 

| ! 

1 226 

• i |'i ;. 

60 80 100 120 140 

160 180 200 

1 220' 


238 253 


284 


298 


352 


240 260 280 300 320 340 360 


Abundance 


4,3 


#T: HEROIN 


80- 


601 


40 


20 1 


268 


327 


81 

70 ‘ 94 

59 


115 


204 

i 


215 


310 


369 


146 


162 


128 


174 


! 


184 


226 


238 253 


284 


298 r 341 

320 340 360 


bvz~> 40_ 60 80 100 120 140 160 180 200 220 240 260 280 300 

760005.D Mon Jun 06 09:07:31 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2G1G\SYSTEM4\12_10_10\760010.D 

DCS 

10 Dec 2010 13:22 

BLANK 
KAC 
1 

DRUGS 

RTE 


Abun » 


TIC: 780010-0 



i 


Ret, Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


760010.D Mon Jun 06 09:07:43 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q4-2010\SYSTEM4\12_10_10\760011.D 

Operator : DCS 

Date Acquired : 10 Dec 201 0 13:36 

Sample Name : 

Submitted by : KAC 
Vial Number : 11 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance. ” TIC: 760011.0 

j 6 64 

! i 

1000000 

800000| 



Ret. Time 


Area Area % Ratio % 


3.367 362973 14.48 17.76 
6.064 100568 4.01 4.92 
6.641 2043399 81.51 100.00 


760011.D Mon Jun 06 09:07:46 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_10_10\760011.D 

DCS 

10 Dec 2010 13:36 


KAC 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# 


Qual 

1 

3.37 

C:\DATABASE\PMW_TOX2.L 






Caffeine 

000058-08- 

2 

98 



Proxyphy1line 

000603-00- 

9 

4 



Endogenous biomolecule 2AC 

000000-00- 

0 

4 

Abundance 


Average of 3.340 to 3.404 min.: 760011.D (-) 

194 


80 


109 





60 i 


40 


201 42 


0 : 

'm/z--> 40 


55 


T 

50 


67 


, 61 

60 


75 


70 


82 


&o‘ 


94 


90 


103 iiU 
100 110 


117 124 
1^0 


130 


137 

149 

140 TsO 


ili 


165 


179 


207 


l60 170 180 190 2(jo 


Abundance 


80: 


60; 


40 


20 


55 


67 


82 


"#I9’1: Caffeine 


109 


94 


P821 


137 


165 


194 


m/z~> ~ 40 50 60 70 80 90 100 110 120 130 Uo 150 160 170 180 190 200 


760011.D Mon Jun 06 09:07:47 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_10_10\760011.D 

DCS .* 

10 Dec 201 0 13:36 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Minimum Quality: 90 
Minimum Quality: 90 


Library/ID 


CAS# 

Qual 

C:\DATABASE\PMW_TOX2.L 

Heroin-M (6-acetyl-morphine) 


059833-14-6 

93 

Heroin-M (3-acetyl-morphine) 


000000-00-0 

22 

Naloxone 


000465-65-6 

14 

Average of 6.038 to 6.117 min.: 760011 .D (-) 

268 

! 

327 

j 


6.06 


Abundance 


80 


60 j 


40 


20 i 


43 


146 


81 


115 


215 

( 


94 


162 



59 70 

, t : ; 


i 




128 

1 i* ! 



i ] ■ j 

: ! 1 1 . Ml!.'’ 

i '• • • 

L, jvi'V 

M 

40 

60 80 

100 ' 

120 140 

1^0 


174 


204 


191 


226 253 


vy- -Li i-v-tH-i-t-vi r 


239 


i 284 


355 377 


240 2^0 280 31)0 320 340 360 


Abundance 


80 


#525: Horoin-M (6-acctyl-morphine) PI 628 


327 


60* 


401 


20 


0. 


268 


59 


94 


124 146 162 


215 

204 


285 


310 


mlz--> 40 60 80 l6o 120 140 160 180 200 220 240 260 280 300 320 340 360 

760011.D Mon Jun 06 09:07:47 2011 Page 3 


Corbett email PRR 010352 

































Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q4-2 010\SYSTEM4\12_10__10\760011 . D 
DCS 

10 Dec 2010 13:36 


KAC 

11 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


3 6.64 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


4.3 


Average of 6]582 to 6.725 min.: 760011.D (-) 


80 


327 


60 ; | 

t . i 

I | 
40] ji 

20 


81 


204 215 


268 

I 


310 


j ; 


94 115 146 162 




1 | 

i ■ 

; T, 

j 

! I- . 

105 

L M'ji'lj'l ( i 

128 ! 174 

i I |l 185 

r 

226 1 
, 238 253 i; 

284 
! 298 

4^0 

e'o' 8 

0 

i 6 o'' 

120 140 160 i30 200 

' 220 240 260 

280 300 


369 


340 352 


Abundance 


I 43 


WT: HEROIN 


80 1 


60 


40 


20 


268 

I 

i 


327 


81 


59 


70 


94 







215 




310 

369 





204 | 




i 

115 

146 

162 



1 




: 

1 

j 128 

Jh Ji: 

i 

1 

■ ;! : 

i j : 1 

174 

■} i: r 

193 

226 

0 i |; i 

•V i !, i i i v 

238 

, ! i i 

253 

284 

298 

341 j] 

120 

140 

160 

180 

200 

220 

240 

260 

280 

' 3()0 ' 320 

340 360 


760011 , D 


Mon Jun 06 09:07:48 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q4-2010\SYSTEM4\12_10__10\76 0 021 ,D 
DCS 

10 Dec 2010 15:50 

BLANK 

1 

DRUGS 

RTE 


Abundance .......TIC: 7*50021.0 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


760021.D Mon Jun 06 09:08:00 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q4-2010\SYSTEM4\12_10_10\760022.D 
DCS 

10 Dec 2010 16:04 

HEROIN STANDARD 

22 

DRUGS 

RTE 


Abundance 

| 600000i 

I 

| 500000: 

i 400000: 

I 300000] 

I 

j 200000] 

100000 , 

] 

Time-> 2.00 2.50 ‘ 3.00 3.50 


TIC: 760022:D“ 



4.00 4.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.632 

1154382 

100.00 

100.00 


760022.D Mon Jun 06 09:08:04 2011 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q4-2010\SYSTEM4\12_10_10\760022.D 
DCS 

10 Dec 2010 16:04 

HEROIN STANDARD 

22 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L IVlinimum Quality: 9 0 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


CAS# Qual 


1 6.63 C:\DATABASE\SLI.L 

HEROIN 


000561-27-3 99 


Abundance 


43 


80 i 


60 i 


40 


20 


m/z—> 40 60 80 100 120 140 160 180 20o'226 240 260 280 300 320 340 360 380 400 


Average of 6 590 to 6.711 min.: 


268 


81 


204215 


59 


70 


94 U5 


146 


128 


162 


174 




253 


284 


327 


310 


369 


298 j; ;!■ 339 352 


405 ! 


Abundance #1: HEROIN 

I ! 43 


80 










327 










268 



60 











■ 

40 



81 




215 



310 

369 

20 



94 

115 146 

162 









59 


128 

1 

174 

197; 

226 

238 

253 L 

284 



0 


i; 

: , | j , 1 : 

•, I Li !if: 

. . ; i - 1 1 : 


!!:!■.,# .A 



298 ; 

341 

m/z--> 

40 

-.7—v— 

60 

80 ^ 10 (T 

120 140 

160 ' 180 

260 

220 240 

2^0 

260 ’ 

' 300 320 

340 360 380 400 
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